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CTTATTON AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) (AW A), 
as described below. 


Date of Violation: June 14, 2010 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases 
and injuries for the animals at your facility. 

You failed to provide adequate veterinary care for the following animals at 
your facility: 

1) An eight-week-old Poodle puppy with a green discharge in its eye who 
appeared thin and unthrifty and 

2) A female Yorkshire terrier noticed to have a slight head tilt and a shake who was 
discovered to have an excessive amount of dark debris in her right ear and drainage 
in both eyes. 

Date of Violation: October 13, 2010 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases 
and injuries for the animals at your facility. 

You failed to provide adequate veterinary care for a Dachshund with overgrown nails. 

Date of Violation: October 13, 2010 

9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general, (c) Surfaces— (1) General requirements. You 
failed to ensure that the interior surfaces and any surfaces that come in contact with dogs were 
free of excessive rust that prevented the required cleaning and sanitization, or that affected the 
structural strength of the surface. 

You failed to remove excessive rust that prevented the required cleaning and 
sanitation or affected the structural strength of the following interior surfaces: 

1) The tin used as the walls of the outdoor runs of the back building with rust on 
the top and/or bottom edges; 
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3) Stacked indoor cages in the second room of the front building with rust 
buildup along the bottom support bars; and 

4) The outdoor portions of runs one through three, six and eight of the back 
building with rusty support pipes that began to disintegrate. 


Date of Violation: October 13, 2010 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that 
the following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed 
to the direct sun, or are made of a hard material such as wire, wood, metal, or concrete.. 

You failed to ensure that the following areas in the sheltered housing facilities 
were impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and 
walls that were worn down to the paperboard backing and 

2) The front building with concrete block flooring. 

Date of Violation: March 23, 2011 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases 
and injuries for the animals at your facility. 

You failed to provide adequate veterinary care for a Dachshund with a tangled coat 
and mats surrounding all four paws so much that the nails and digits were not 
clearly identifiable and a poodle with such long hair around its face that its eyes 
were not visible. 


Date of Violation: March 23, 2011 

9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general, (c) Surfaces— (1) General requirements. You 
failed to ensure that the interior surfaces and any surfaces that come in contact with dogs were 
free of excessive rust that prevented the required cleaning and sanitization, or that affected the 
structural strength of the surface. 

You failed to remove excessive rust that prevented the required cleaning and 
sanitation or that affected the structural strength of the following interior surfaces: 

1) The tin used as a wall between the outdoor runs of the back building that were 
rusty on the top and/or bottom edges and 

3) The outdoor portions of the back building runs with rusty support pipes. 
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Date of Violation: March 23, 2011 

9 C.F.R. § 3.1(c)(3) Housing facilities, general. (3) Cleaning. You failed to spot-cleaned daily 
and sanitize hard surfaces with which the dogs come in contact. 

You failed spot-clean daily and/or sanitize hard surfaces the dogs came in contact with 
as evidenced by the following: 

1) Several dirty dog doors in both the front and rear buildings; 

2) Several dirty indoor wall portions of the front and back building enclosures and the 
outside walls adjacent to the dog doors; and 

3) The wooden flooring of the outdoor portion of the back building enclosures with 
old fecal material ground into it. 

Date of Violation: March 23, 2011 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals. 

You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to moisture 
and 

2) The front building with concrete block flooring that was stained and wet. 

Date of Violation: March 23, 2011 

9 C.F.R. § 3.6(a)(2)(ix) Primary enclosures. You failed to ensure that all surfaces in contact with 
the dogs were able to be readily cleaned and sanitized or replaced when worn or soiled. 

You failed to ensure that all surfaces in contact with the dogs were able to be readily 
cleaned and sanitized or replaced when worn or soiled as evidenced by the following: 

1) Worn and damaged dog doors in run two, three, and seven with irregular and dirty 
edges that appeared to be difficult to clean and/or sanitize; 

2) An excessively chewed wooden edge along the front indoor portion of pen one that 
was no longer able to be cleaned and/or sanitized; and 

3) Wood surrounding the outside of the dog doors for both the front and rear buildings 
were chewed and therefore not able to be cleaned and/or sanitized. 
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Date of Violation: March 23, 2011 

9 C.F.R. § 3.9(b) Feeding. You failed to ensure that the feeding pans were either made of a 
durable material that could easily be cleaned and sanitized or were disposable and, if the food 
receptacles are not disposable, that they were kept clean and sanitized. 

The metal “loaf” shaped feed pans in the rear building were rusty, indicating that they 
were not made of durable material that could be easily cleaned and/or sanitized. 


Date of Violation: March 23, 2011 

9 C.F.R. § 3.11(c) Cleaning, sanitization, housekeeping, and pest control, (c) Housekeeping for 
premises. You failed to keep the premises where housing facilities are located clean and in good 
repair to protect the animals from injury, to facilitate the husbandry practices, and to reduce or 
eliminate breeding and living areas for rodents and other pests and vermin. 

You failed to keep the following areas clean and in good repair: 

1) The nursery was in need of general housekeeping and 

2) The indoor portion of the back building had exposed insulation in the walls adjacent 
and above the indoor portion of the enclosures which were duct taped in place and not 
kept in good repair. 

Date of Violation: July 21, 2011 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases and 
injuries for the animals at your facility. 

You failed to provide adequate veterinary care for a Yorkshire terrier with a tangled 
coat and multiple mats around his stomach. 


Date of Violation: July 21, 2011 

9 C.F.R. § 3.1(b) Housing facilities, general, (b) Condition and site. You failed to keep the 
housing facilities and areas used for storing animal food or bedding free of any accumulation of 
trash, waste material, junk, weeds, and other discarded materials. 

You allowed an excessive amount of clutter to accumulate on top of the metal used as 
shade above the primary enclosures in the outdoor housing area. 


Date of Violation: July 21, 2011 

9 C.F.R. § 3.1(c)(3) Housing facilities, general. (3) Cleaning. You failed to spot-cleaned daily 
and sanitize hard surfaces with which the dogs come in contact. 

You failed spot-clean daily and/or sanitize hard surfaces the dogs come in contact with 
as evidenced by the following: 

1) Several dirty dog doors, 

2) White board walls in the primary enclosures of the outdoor housing facilities with 
an accumulation of brown stains; and 

3) Several dog houses with a heavy accumulation of brown stains. 
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Date of Violation: July 21, 2011 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in the sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete. 

You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to moisture 
and 

2) The front building with concrete block flooring that was stained and wet. 


Date of Violation: July 21, 2011 

9 C.F.R. § 3.6(a)(2)(ix) Primary enclosures. You failed to ensure that all surfaces in contact with 
the dogs were able to be readily cleaned and sanitized or replaced when worn or soiled. 

You failed to ensure that all surfaces in contact with the dogs were able to be readily 
cleaned and sanitized or replaced when worn or soiled as evidenced by: 

1) Worn and damaged dog doors in several runs with irregular and dirty edges that 
appeared to be difficult to clean and/or sanitize and 

2) Chewed wood surrounding the outside of the dog doors for both the front and rear 
buildings and therefore not able to be cleaned and/or sanitized. 


Date of Violation: July 21, 2011 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control, (a) Cleaning of 
primary enclosures. You failed to remove excreta and food from primary enclosures daily and 
from under primary enclosures as often as necessary. 

You failed to remove excessive amounts of feces adhered to the wire floors of the 
enclosures in the second room of the far building and from the floor of the outdoor 
housing facility which also had an accumulation of food waste. 


Date of Violation: July 21, 2011 

9 C.F.R. § 3.11(c) Cleaning, sanitization, housekeeping, and pest control. You failed to control 
weeds, grasses, and bushes so as to facilitate cleaning of the premises and pest control, and to 
protect the health and well-being of the animals. 

You failed to keep the area around the buildings and outdoor housing facilities free of 
heavily overgrown weeds which were, in some areas, near primary enclosures housing 
animals. 
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Date of Violation: November 15, 2011 

9 C.F.R. § 3.1(b) Housing facilities, general, (b) Condition and site. You failed to keep the 
housing facilities and areas used for storing animal food or bedding free of any accumulation of 
trash, waste material, junk, weeds, and other discarded materials. 

You failed to remove an accumulation of materials from the outdoor housing area 
where there was a large piece of metal laid on the top of three primary enclosures with 
an excessive amount of clutter directly above the primary enclosures. 


Date of Violation: November 15, 2011 

9 C.F.R. § 3.1(c)(3) Housing facilities, general. (3) Cleaning. You failed to spot-cleaned daily 
and sanitize hard surfaces with which the dogs come in contact. 

You failed spot-clean daily and/or sanitize hard surfaces the dogs come in contact with 
as evidenced by the following: 

1) Several dirty dog doors, 

2) White board walls in the primary enclosures of the outdoor housing facilities with 
an accumulation of brown stains; and 

3) Several dog houses with a heavy accumulation of brown stains. 

Date of Violation: November 15, 2011 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals. 

You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to moisture 
and 

2) The front building with concrete block flooring that was stained and wet. 

Date of Violation: November 15, 2011 

9 C.F.R. § 3.6(a)(2)(ix) Primary enclosures. You failed to ensure that all surfaces in contact with 
the dogs were able to be readily cleaned and sanitized or replaced when worn or soiled. 

You failed to ensure that all surfaces in contact with the dogs were able to be readily 
cleaned and sanitized or replaced when worn or soiled as evidenced by the following: 

1) Worn and damaged dog doors in several runs with irregular and dirty edges that 
appeared to be difficult to clean and/or sanitize and 

2) Chewed wood surrounding the outside of the dog doors for both the front and rear 
buildings and therefore not able to be cleaned and/or sanitized. 
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Date of Violation: February 27, 2012 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases and 
injuries for the animals at your facility. 

You failed to provide adequate veterinary care for the following animals at your 
facility: 

1) Two Papillions in need of grooming with excessive amounts of fecal material 
adhered to the long hair and mats underneath their tails and 

2) Two female Yorkshire terriers with a thick buildup of brownish gray material on 
their upper canines, front and cheek teeth extending up to the gum line and where the 
teeth themselves could not be visualized with slightly reddened and swollen gums. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.1(b) Housing facilities, general, (b) Condition and site. You failed to keep the 
housing facilities and areas used for storing animal food or bedding free of any accumulation of 
trash, waste material, junk, weeds, and other discarded materials 

You allowed an excessive amount of clutter to collect on top of a large sharp piece of 
metal that lay on top of three primary enclosures in the outdoor housing area that 
created a risk of injury to the animals below. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.1(c)(3) Housing facilities, general. (3) Cleaning. You failed to spot-cleaned daily 
and sanitize hard surfaces with which the dogs came in contact. 

You failed to spot-clean daily and/or sanitize the following surfaces with which the 
dogs came in contact: 

1) All of the dog doors observed in the sheltered housing building which were visibly 
dirty on one or both sides, 

2) The white board walls in two of the three outdoor primary enclosures which had an 
accumulation of brown debris and stains, 

3) The dog houses in two of the three outdoor primary enclosures which were dirty 
inside with a visible pile of excreta and waste material just inside the door; and 

4) The dog houses of three outdoor primary enclosures which were dirty on their 
exterior surfaces with a heavy layer of brown stain and dirt accumulation. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals. 
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You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to moisture, 

2) The front building with concrete block flooring that was stained and wet; and 

3) The outdoor run section of the front building with porous untreated wood based 
materials used as dividing walls of the runs with urine soaked into the material. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.4(c) Outdoor housing facilities, (c) Construction. You failed to ensure that building 
surfaces in contact with animals in outdoor housing facilities were impervious to moisture. 

The outdoor enclosures had porous wood material used as dividing walls for the runs 
and porous concrete blocks used as flooring. These materials were not impervious to 
moisture as evidenced by the appearance of growing green algae, urine, and fecal 
matter stains. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.6(a)(1) Primary enclosures, (a) General requirements. You failed to design and 
construct primary enclosures of suitable materials so that they were structurally sound. You 
failed to keep the primary enclosures in good repair. 

The outdoor enclosure housing three adult dogs was made of a combination of 
multiple different materials with a thin gauge wire mesh material forming the front and 
one side. This material was not holding to the stress of the dogs pushing and jumping 
against it at the front facing portion that acted as an entrance door to the enclosure. 

The wire front portion bowed out and flexed outwards while the dogs were jumping 
against it which created a risk of injury to the animals housed in the enclosure. The 
enclosure also had sections of whiteboard material leaning against the mesh which 
were falling into the enclosure. 

Date of Violation: February 27, 2012 

9 C.F.R. § 3.6(a)(2) Primary enclosures. You failed to construct and maintain primary 
enclosures so that they protected the dogs from injury and enabled all surfaces in contact with the 
dogs and cats to be readily cleaned and sanitized or replaced when worn or soiled; 

You failed to construct and maintain primary enclosures properly as evidenced by the 
following: 

1) Two enclosures in the whelping room and one of the outside pens where the 
electrical cords from heat lamps dangled inside the enclosure within reach of the dog 
and in a manner that created a risk of injury to the animals housed inside, 

2) Dirty and damaged dog doors in runs one, two, and three of the sheltered building 
with irregular edges; and 

3) Chewed wood surrounding the outside of the dog doors for both the front and rear 
buildings and therefore not able to be cleaned and/or sanitized. 
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Date of Violation: February 27, 2012 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control, (a) Cleaning of 
primary enclosures. You failed to remove excreta and food from primary enclosures daily and 
from under primary enclosures as often as necessary. 

You failed to remove excreta from two of the three outdoor enclosures with an 
extremely dirty and thick black brown accumulation of excreta layered on and adhered 
to the concrete block flooring with dried fecal material built up along the outside 
bottom edges of the dog houses. The dogs could not avoid stepping into the material 
as the entire floor was covered. 


Date of Violation: March 27, 2012 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases and 
injuries for the animals at your facility. 

You failed to provide adequate veterinary care for the following animals at your 
facility: 

1) A Yorkshire terrier named Misty with severely matted hair on her back and sides 
from the mid-chest area to her tail, underneath both eyes, and on her legs and brownish 
gray material buildup on her teeth; and 

2) A Maltese with a large mat of hair adhered to his lower front teeth, swollen 
reddened gums, and a large amount of brownish gray material buildup along the back 
teeth that could not be visualized. 


Date of Violation: March 27, 2012 

9 C.F.R. § 2.50(a)(1) Time and method of identification. You failed to identify all live dogs on 
the premises by an official tag or other approved method. 

You failed to properly identify the following animals at your facility: 

1) Two Pomeranian puppies in the whelping room that were housed in the same 
enclosure without a case card and neither puppy had any other form of identification 
and 

2) Two five month old Dachshunds not wearing tags. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general, (c) Surfaces— (1) General requirements. You 
failed to construct the surfaces of housing facilities in a manner and made of materials that 
allowed them to be readily cleaned and sanitized, or removed or replaced when worn or soiled. 
You failed to ensure that the interior surfaces and any surfaces that come in contact with dogs 
were free of excessive rust that prevented the required cleaning and sanitization, or that affected 
the structural strength of the surface. 
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You constructed the outdoor housing facility with chain link sides and a white board 
material on the inside along the walls. The chain link fence in several sections of runs 
two and three were rusted through. Additionally, the exterior portions of the sheltered 
housing facility had rusty areas including the rebar, t-posts, and on spots of the wire 
gate material. 


Date of Violation: March 27, 2012 

9 C.F.R. § 3.1(c)(3) Housing facilities, general. (3) Cleaning. You failed to spot-cleaned daily 
and sanitize hard surfaces with which the dogs came in contact. 

You failed to spot-clean daily and/or sanitize the following: 

1) Several of the dog doors observed in the sheltered housing building which were 
visibly dirty on one or both sides, 

2) Dirty dog houses in two of three primary enclosures with a visible pile of excreta 
and waste material just inside the door; and 

3) The dog houses of three outdoor primary enclosures were dirty on their exterior 
surfaces with a heavy layer of brown stain and dirt accumulation. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals. 

You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to 
moisture, 

2) The front building with concrete block flooring that was stained and wet; and 

3) The outdoor run section of the front building with porous untreated wood based 
materials used as dividing walls of the runs with urine soaked into the material. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.4(b) Shelter from the elements. You failed to include one or more shelter structures 
that are accessible to each animal in each outdoor facility for dogs and that are large enough to 
allow each animal in the shelter structure to sit, stand, and lie in a normal manner, and to turn 
about freely. 

You used one large plastic dog house as a shelter in an enclosure that contained 
several dogs. The dog house was not large enough for all the dogs to remain inside 
simultaneously with enough room for each to lie down and turn freely. 
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Date of Violation: March 27, 2012 

9 C.F.R. § 3.4(c) Outdoor housing facilities, (c) Construction. You failed to ensure that building 
surfaces in contact with animals in outdoor housing facilities were impervious to moisture. 

You used porous wood material as dividing walls for the runs of the outdoor 
enclosures and concrete blocks as flooring. These materials were not impervious to 
moisture as evidenced by the appearance of urine and fecal matter stains. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.6(a)(2)(ix) Primary enclosures. You failed to ensure that all surfaces in contact with 
the dogs were able to be readily cleaned and sanitized or replaced when worn or soiled. 

You failed to ensure that all surfaces in contact with the dogs were able to be readily 
cleaned and sanitized as evidenced by the following: 

1) Worn and damaged dog doors in several runs with irregular and dirty edges that 
appeared to be difficult to clean and/or sanitize and 

2) The outside of the dog doors for many of the wood surrounds in both the front and 
rear buildings were chewed and therefore not able to be cleaned and/or sanitized. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.9(b) Feeding. You failed to ensure that the feeding pans were either made of a 
durable material that could easily be cleaned and sanitized or were disposable and, if the food 
receptacles were not disposable, that they were kept clean and sanitized. 

You failed to keep clean the self-feeders within the sheltered housing facility which 
were dirty with an especially thick brown oily layer of dirt adhered to the metal edges 
around the openings and the red plastic interior portion immediately adjacent to the 
feeder openings. Additionally, you failed to remove hair, dust, and dirt debris on the 
metal lips on the inside of the feeders. 

Date of Violation: March 27, 2012 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control, (a) Cleaning of 
primary enclosures. You failed to remove excreta and food from primary enclosures daily and 
from under primary enclosures as often as necessary. 

You failed to remove excreta and food waste from the following areas: 

1) Two of the three outdoor enclosures with a thick black and brown accumulation of 
excreta layered on and adhered to the concrete block flooring, dried fecal material built 
up along the outside bottom edges of the dog houses so much so that the dogs could 
not avoid stepping into the material; and 

2) The primary enclosure cages within the whelping room with tray bottoms 
underneath the cages that had urine soaked papers and at least two of the trays that had 
a significant accumulation of excreta and food waste. 
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Date of Violation: March 27, 2012 

9 C.F.R. § 3.11(c) Cleaning, sanitization, housekeeping, and pest control. You failed to keep the 
premises free of accumulations of trash, junk, waste products, and discarded matter. 

You failed to keep the premises free of accumulation of discarded matter as evidenced 
by accumulations of dust, dirt, dog hair and grime throughout most of the facility. 


Date of Violation: May 7, 2012 

9 C.F.R. § 2.40(b) Attending veterinarian and adequate veterinary care (dealers and 
exhibitors). You failed to establish and maintain programs of adequate veterinary care that 
included the use of appropriate methods to prevent, control, diagnose, and treat diseases and 
injuries for the animals at your facility. 

You failed to provide adequate veterinary care for the following animals at your 
facility: 

1) A Maltese named Wiggle Waggles with a large amount of brownish gray material 
on his back upper teeth and swollen reddened gums adjacent to the affected teeth, 

2) A Yorkshire terrier named Misty with a large amount of thick brownish gray 
buildup along the back teeth which could not be visualized, and 

3) A Yorkshire terrier with a thick buildup of brownish gray material on her upper 
canine, front and cheek teeth extending up to the gum line with gums that were 
slightly reddened and swollen. 

Date of Violation: May 7, 2012 

9 C.F.R. § 2.50(a)(1) Time and method of identification. You failed to identify all live dogs on 
the premises by an official tag or other approved method. 

You failed to properly identify several dogs. 

Date of Violation: May 7, 2012 

9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general, (c) Surfaces— (1) General requirements. You 
failed to ensure that the interior surfaces and any surfaces that come in contact with dogs were 
free of excessive rust that prevented the required cleaning and sanitization, or that affected the 
structural strength of the surface. 

You constructed the outdoor housing facility out of chain link sides with a white board 
material on the inside along the walls. The chain link fence in several sections of runs 
two and three were rusted through. Additionally, the exterior portions of the sheltered 
housing facility had rusty areas including the rebar, t-posts, and on spots of the wire 
gate material. 
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Date of Violation: May 7, 2012 

9 C.F.R. § 3.3(e)(1) Sheltered housing facilities, (e) Surfaces. You failed to ensure that the 
following areas in sheltered housing facilities were impervious to moisture: 

(i) The indoor floor areas in contact with the animals, 

(ii) The outdoor floor areas in contact with the animals, when the floor areas are not exposed to 
the direct sun, or are made of a hard material such as wire, wood, metal, or concrete; and 

(iii) All walls, boxes, houses, dens, and other surfaces in contact with the animals 

You failed to ensure that the following areas in the sheltered housing facilities were 
impervious to moisture: 

1) Runs in the front and rear buildings with bathroom white board for floors and walls 
that were worn down to the paperboard backing which was not impervious to 
moisture, 

2) The front building with concrete block flooring that was stained and wet; and 

3) The outdoor run section of the front building with porous untreated wood based 
materials used as dividing walls of the runs with urine soaked into the material. 

Date of Violation: May 7, 2012 

9 C.F.R. § 3.4(c) Outdoor housing facilities, (c) Construction. You failed to ensure that building 
surfaces in contact with animals in outdoor housing facilities were impervious to moisture. 

The outdoor enclosures had porous wood material used as dividing walls of the runs 
and porous concrete blocks used as flooring. These materials were not impervious to 
moisture as evidenced by the appearance of urine and fecal matter stains. 

Date of Violation: May 7, 2012 

9 C.F.R. § 3.6(a)(2)(ix) Primary enclosures. You failed to ensure that all surfaces in contact with 
the dogs were able to be readily cleaned and sanitized or replaced when worn or soiled. 

You failed to make the plastic dog doors in the sheltered enclosures able to be readily 
cleaned and sanitized as evidenced by dirt and stains on them. Additionally, you 
failed to replace damaged and chewed exposed wood surrounding many of the dog 
doors that appeared difficult to clean. 

Date of Violation: May 7, 2012 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control, (a) Cleaning of 
primary enclosures. You failed to remove excreta and food from primary enclosures daily and 
from under primary enclosures as often as necessary. 

The primary enclosure cages within the whelping room with tray bottoms underneath 
the cages had urine soaked papers and at least two of the trays had a significant 
accumulation of excreta and food waste. 
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Date of Violation: May 7, 2012 

9 C.F.R. § 3.11(c) Cleaning, sanitization, housekeeping, and pest control. You failed to keep the 
premises free of accumulations of trash, junk, waste products, and discarded matter. You failed 
to control weeds, grasses, and bushes so as to facilitate cleaning of the premises and pest control, 
and to protect the health and well-being of the animals. 

You failed to keep the premises clean next to an outside enclosure where there was an 
accumulation of pans, a fan, plastic bags, boards, wire, and other pieces of plastic. 

Date of Violation: May 7, 2012 

9 C.F.R. § 3.11(d) (d) Pest control. You failed to establish and maintain an effective program 
for the control of insects, external parasites affecting dogs and cats, and birds and mammals that 
are pests so as to promote the health and well-being of the animals and reduce contamination by 
pests in animal areas. 

APHIS officials observed many flies around the outdoor housing areas. You provided 
fly strips as a part of your pest control program; however they were old and ineffective 
in reducing the number of flies. 


The penalty for the alleged violation(s) described above is $7,607. 



